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Message Text 


UNCLASSIFIED 

PAGE 01 MONROV 04790 191556Z 
43 

ACTION PM-07 

INFO OCT-01 AF-10 ISO-OO CIAE-00 INR-11 NSAE-00 RSC-01 

SS-20 NSC-07 DODE-OO DRC-01 /058 W 

116399 

R 191533Z AUG 74 
FM AMEMBASSY MONROVIA 
TO COMLANT NAVFACENG COM NORFOLK VA 
INFO CHESNAVFACENGCOM WASHDC 
SECSTATE WASHDC 2954 
COMNAVELECSYSCOM WASHDC 

UNCLAS MONROVIA 4790 

FROM LT DELKER, ROICC LIBERIA 

NAV ELECSYSCOM FOR PME-1 19 

E.O. 11652: N/A 
TAGS: MARR, ETRN, LI 

SUBJECT: OMEGA: LIBERIA: ELECTRIC SERVICE 

REF: A. LANTDIV 071905Z AUG 74 (NOTAL) B. ROICC LIBERIA LTR 
SER 74-92 OF 30 MAY 74 C. LIBERIA ELECTRICITY COPORATION 
LTR TO ROICC LIBERIA OF 13 AUG 74 

IN RESPONSE TO REF A AND IN CONFIRMATION TO REF B A FIRM 
COST FOR PRIMARY LINE EXTENSIONS FOR ELECTRIC SERVICE TO THE 
OMEGA LIBERIA STATION AS STATED IN REF B HAS BEEN FORMALLY 
RECEIVED BY THIS OFFICE. THE LIBERIA ELECTRICITY CORPORATION, 
A SUBSIDIARY OF THE PUBLIC UTILITY AUTHORITY HAS NOTIFIED BY 
REF C THAT $3,803.63 IS A FIRM COST OF EXTENDING THE 12.5 KV. 

3 PHASE POWER TO THE OMEGA SITE. BEAN 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: COSTS, ELECTRIC POWER PLANTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 AUG 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MONROV04790 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740227-1195 
From: MONROVIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740837/aaaabfii.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION PM 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: A. LANTDIV 071905Z AUG 74 (NOTAL) B. 

Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 JUN 2002 by reddocgw>; APPROVED <27 JAN 2003 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: OMEGA: LIBERIA: ELECTRIC SERVICE 

TAGS: MARR, ETRN, LI, OMEGA, LIBERIA ELECTRICITY COPORATION 
To: COMLANT NAVFACENG COM NORFOLK VA 
Type: TE 
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